DART AEROSPACE LTD 


Inspection Dwg: 


D4004 


Description: Top Strap Attach Bracket 


Work Order: 


Part Number: 


D4004-11 
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INSPECTION SHEET 


Actual 


prawna . Method of 
Dimension Toleranca Dimension Accept | Reject Inspection Comments 
4.92 +/-0.030 i aa | 
0.500 +/-0.010 
0.37 +/-0.030 
1.34 +/-0.030 
@0.204 +0.005/-0.001 


@0.385 x 100° 


+/-0.010 x +/-0.5° 


a 


ee 


Measured by: 


Checked by: | 


QC Inspector: 


Date: 


| 


Date: | 


Date: 


| 


Engineering Approval: 
(If necessary) 


Date: 


Rev Date 


| Change 


A | 16.10.20 | New Issue 


| Revi 
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